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THIS SCHEMATIC IS FURNISHED ONLY FOR TEST AND MAINTENANCE PURPOSES. THE 
CIRCUITS ARE PROPRIETARY IN NATURE AND SHOULD BE TREATED ACCORDINGLY. 
COPYRIGHT 1968 BY DIGITAL EQUIPMENT CORPORATION 
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NOTES: 

1. PIN 14 ON IC 

2. PIN 7 ON IC 

3. FOR VALUES 
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REFERENCE DESIGNATION 


RES. 390 l/4\V 5% CO 


CAP. 120 MMF IOOV 5% D.M. 


SEE NOTE 3 


INTEGRATED CKT. DEC7400N 


TRANSISTOR DEC4274 


TRANSISTOR DEC4258 


RES. 100 I/4W 10% CC 


RES. lOOK I/4W 10% CC 


RES. IK 1/4 W 5% CC 


RES. 2.2K I/4W I07o CC 


RES. lOK I/4W 10% CC 
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CAP. .01 MFD IOOV 20% DISC 


CAP. 47 MMF IOOV 5% D.M. 


CAP. 39 MFD lOV 10% S. TAN T 


PARTS LIST 


DESCRIPTION 


1001610 


lOOOOII 


1000076 


PART NO. 


PARTS LIST 


TRANSISTOR & DIODE CONVERSION CHART 


DEC 


DEC4274 


DATE 


0662 


,0664 


2N4256 


NONE 


IN64.S 


DEC 


SlgilSQ 

EQUrPMENT 
CORPORATION 

MAVNAWO. MAS^SACHUBCTTS 


TITLE 


t 


CRYSTAL CLOCK M405 


SIZE 

B 


CODE 

CS ; 


M40I 


NUMBER 

)-0-i 


PRINTED CIRCUIT «V. 


|3)<-" 


-2- 


A-PL-M405-0-0 


REV. 

c 


.WK 


79 


